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Message Text 


PAGE 01 STATE 038350 
ORIGIN DOE- 11 

INFO OCT-01 EUR- 1 2 ISO-OO OES-07 IO-14 ACDA-12 CIAE-00 
INR-10 L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 
DODE-OO SS-15 SP-02 CEQ-01 /110R 

DRAFTED BY USDOE:IA:MMCCLARY:GJ 
APPROVED BY OES/NET:DHOYLE 
IO/SCT: A JILLSON 
ACDA: N HOLLINGSWORTH 

014035 141657Z/64 

P 141605Z PEB 78 

FM SECSTATE WASHDC 

TO AMEMBASSY VIENNA PRIORITY 

UNCLAS STATE 038350 

USIAEA 


E.O. 11652: 


TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT: IAEA TECHNICAL COMMITTEE MEETING ON NUCLEAR POWER 
PLANT CONTROL & INSTRUMENTATION, WINFRITH, UK, FEB 28 - 
MARCH 2, 1978 

REF: A) VIENNA 9688; B ) STATE 6046 

1 . REQUEST MISSION NOMINATE JAMES F. SUTHERLAND, NUCLEAR 
ENERGY SYSTEMS, C/O JOHN GALLAGHER, P.O. BOX 355, 

PITTSBURGH. PA 15230, IN LIEU OF J. A. NEUNER, NOMINATED 

BY REF B, AT HIS ORGANIZATION'S EXPENSE. 

2. SUTHERLAND HAS COMPLETED SATISFACTORY PROCESSING UNDER 
SECTION VIII, E.O. 10422. 

UNCLASSIFIED 

PAGE 02 STATE 038350 

3. OFFICIAL INVITATION SHOULD BE CABLED DIRECTLY, RPT 
DIRECTLY. TO NOMINEE AS SOON AS POSSIBLE. VANCE 

UNCLASSIFIED 


« END OF DOCUMENT » 
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